To:  Jenkins,  Laura  Flynn[Jenkins. Laura@epa.gov];  McCiain-Vanderpool,  Lisa[Mcclain- 

Vanderpool.Lisa@epa.gov] 

Cc:  Danica.A.Joily@uscg.mil[Danica.A.Jolly@uscg.mil];  Grantham, 

Nancy[Grantham. Nancy@epa.gov];  ,larry.rader@mecx.net'['larry. rader@mecx.net'];  Ostrander, 
David[Ostrander. David@epa.gov];  Tyler,  Patti[Tyler. Patti@epa.gov]; 
coloradosarab@g  mail.  com[coloradosarab@gmail.  com] 

From:  Lioyd,  Lisa 

Sent:  Thur  8/20/2015  2:56: 1 3 PM 

Subject:  RE:  GKM  ? from  DOE 


This  sounds  like  a PIO  and/or  Area  Command  question  so  I am  cc  those  folks  on  this  reply. 


CC’s  please  see  email  below. 


Lisa  Lloyd 

Situation  Unit  Leader 
U.S.  EPA  Region  8 
(303)  312-6537 

(303)  809-8381  (non-internet  cell) 


From:  Jenkins,  Laura  Flynn 

Sent:  Thursday,  August  20,  2015  8:47  AM 

To:  Lloyd,  Lisa 

Cc:  McCiain-Vanderpool,  Lisa 
Subject:  GKM  ? from  DOE 
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Lisa: 


I’m  working  with  Lisa  MV  on  some  response  for  the  Department  of  Energy.  Can  you  tell 
us  whether  there  are  any  intakes  in  any  of  the  impacted  areas  that  are  still  shut-off  or 
restricted  in  any  way?  We’re  trying  to  answer  the  following  question. 


1.  There  are  several  states  downstream  due  to  drought  conditions  that  are 
experiencing  drought  that  had  been  pulling  water  possibly  from  the  San  Juan,  Animas 
and  Colorado  rivers.  What  are  the  plans  for  those  communities  to  get  water  now  that 
restrictions  for  intake  from  those  sources  exist? 

Thanks, 


Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 
Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
Fax:  303-312-6961 
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